12      DOCKETED ITEMS

9107250204 Reviews 910715 talk w/J Haseltine & R Carter re plant contingency plans
for annealing reactor vessel & conditional probability of failure based on fluence re-
ported in 910220 Itr.

ELLIOT.B. Materials & Chemical Engineering Branch. 91/07/17. Materials & Chemical
Engineering Branch. 1p. 58760:220-58760:239.

-9107250210 Forwards responses to request for addl info re plant reactor pressure
vessel insp program schedule & potential sys changes or operator actions to further
reducepotentiafforpressun'zed thermal shock events.per910722 public meeting.
THAYER.J.K. Yankee Atomic Electric Co. 91/07/23. SEARS.P. Division of Reactor
Projects - I/I! (Post 870411). 19pp. 58760:221-58760:239.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107290040 Forwards insp rept 50-029/91-09 on 910616-21 .Three violations being con-
sidered for escalated enforcement action re failure to make timely notification of un-
usual event.

HEHL,C.W. Region 1 (Post 820201). 91/07/19. KADAK.A. Yankee Atomic Electric Co.
4pp. 58541:050-58541:101.

-9107290043 Insp rept 50-029/91-09 on 910616-21 .Three violations being considered
for escalated enforcement actions.Major areas inspected.-determine specific circum-
stances & events leading to & following loss of off-site power.
RULAND.W.H. Region 1 (Post 820201). 91/07/17. 48pp. 58541:054-58541:101.

9107290215 Forwards "Yankee Atomic Electric Co Steam Generator 4 Inservice
Insp,Yankee Nuclear Power Station,Jul 1990."

PAPANJC.G. Yankee Atomic Electric Co. 91/07/25. Document Control Branch (Docu-
ment Control Desk). 1p. 58592:140-58592:198.

-9107290216 "Yankee Atomic Electric Co Steam Generator 4 Inservice Insp, Yankee
Nuclear Power Station.Jul 1990."

LARSEN.C.B., LANCE.J.J., MARET.G.A. Yankee Atomic Electric Co. 91/07/22. 58pp.
58592:141-58592:198.

R. Periodic operating reports & related correspondence

9107180290 Monthly operating rept for June 1991 for Yankee Rowe. W/910712 Itr.
SAMMARCO.H., BERRY.R.L Yankee Atomic Electric Co. 91/06/30. 6pp. 58511:227-
58511:232.

-9108010308 Discusses concerns re allegations of embrittlement of pressure vessel at
facility.

SANDERS.B. House of Rep. 91/07/18. SELIN.I. Commissioners (Post 750119). 2pp.
58636:340-58636:341.

V. Operator Examinations

9107050254 Forwards Requalification Program Evaluation Rept 50-271/91-08 (OL-RQ)
on 910521-31.Requalification program assigned overall program rating of satisfactory.
BETTENHAUSEN.L Region 1 (Post 820201). 91/06/21. THAYER.J.K. Yankee Atomic
Electric Co. 3pp. 58388:139-58388:155.

-9107050255 Requalification Program Evaluation Rept 50-029/91-08 (OL-RQ) on
910521 -31.Exam results:eight of nine senior reactor operators & six of seven reactor
operators passed all portions of exam.

BRIGGS.L, ESELGROTH.P. Region 1 (Post 820201). 91/06/21. 10pp. 58388:142-
58388:151.

-9107050258 Forwards requalification training program self-evaluation of 16 licensees
during wks of 910520 & 27.

DESILETS.M.P. Yankee Atomic Electric Co. 91/06/10. BRIGGS.L Region 1 (Post
820201). 4pp. 58388:152-58388:155.

9107300005 Requests ref matls listed in encl in preparation for licensing exams sched-
uled for wk of 911118.

ESELGROTH.P.W. Region 1 (Post 820201). 91/07/17. THAYER.J.K. Yankee Atomic
Electric Co. 12pp. 58559:001-58559:012.

DOCKET 50-54 CINTICHEM

I. Financial information

9107310261 Forwards executed first amend to standby trust agreement w/ Swiss Bank
Corp.modifying Section 5 of agreement to ensure compliance w/Reg Guide 1.159 re
financial assurance mechanisms.

PASQUINO.F.C. Hoffman-La Roche, Inc. (subs, of F. Hoffman-La Roche & Co., Ltd.).
91/07/26. MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental
Proj. Dir. (Post 901216). 6pp. 58622:334-58622:339.

S. Reportable occurrences, LERs & related correspondence

9107170170 Summary of operating reactors events meeting 91-12 on 910626.
CHAFFEE.A.E. Events Assessment Branch. 91/07/03. ROSSI.C.E Division of Oper-
ational Events Assessment (Post 870411). 22pp. 58448:301-58448:322.

9107150118 Part 21 rept re Type SMB Model 10BC920 control switch defects.Defective
switch replaced w/new switch.Control room operators will be trained to determine by
feel during surveillance testing if stop tabs in place.

DEVINCENTIS.J. Yankee Atomic Electric Co. 91/07/08. Document Control Branch
(Document Control Desk). 3pp. 58481:245-58481:247.

9107120059 PNO-l-91-048:on 910708,Congressman P Kosimayer.J Oliver, J Rhoades &
B Sanders conducted site visit Participants discussed issues surrounding reactor pres-
sure vessel. Commission briefing scheduled for 910711.
STAMPFLI.D. Region 1 (Post 820201). 91/07/09.1p. 58381:047-58381:047.

9107220232 LER 91-002-00:on 910615,plant experienced lightning strike affecting inde-
pendent offsite transmission lines.Caused by lightning-induced transients.Lightning ar-
restors replaced & returned to svc.W/910716 Itr.

MARET.GA, ST LAURENT Yankee Atomic Electric Co. 91/07/16. 12pp. 58627:331-
58627:342.

9107290035 PNO-l-91-054:on 910722,public meeting conducted to discuss facility reac-
tor vessel issues. Meeting reconvened on 910723 in response to requests from local
political officials,
SENA.R, L1NVILLE.J. Region 1 (Post 820201). 91/07/23. 2pp. 58541:043-58541:044.

T. Hearing transcripts on non-antitrust matters

9107150383 Provides transcript of remarks at public forum on embrittlement of plant
pressure vessel held on 910627. Transcript should be made part of public record of
briefing to be held by NRC on 910711.

DENSMORE.B. Advocate, Williamstown, MA. 91/07/03. CHfLK.S.J. Commissioners
(Post 750119). 11pp. 58428:324-58428:334.

9107220271 Transcript of 910711 meeting in Rockville.MD re briefing on facility pres-
sure vessei embrittlement issues.Pp 1-125.
* Commissioners (Post 750119). 91 /07/11. 168pp. 58492:172-58492:361.

U. Congressional/Executive Correspondence

9107160367 Requests that date for response Itr re health & safety at facility be ex-
tended until 910719.

SELIN.I. Commissioners (Post 750119). 91/07/02. DINGELi_J.D. House of Rep.,
Energy & Commerce. 1 p. 58440:230-58440:235.

-8107160372 Requests response to questions re license renewal process & conform-
ance to existing safety stds by 910705.

DINGELL.J.D. House of Rep., Energy & Commerce. 91/06/28. CARR.K.M. Commis-
sioners (Post 750119). 5pp. 58440:231 -58440:235.

9107310345 Responds to 910625 Itr re serious safety concerns at facility discussed at
900905 ACRS nearing.Current uncertainties in several factors affecting safety decision
will be reduced by research programs undertaken by licensee.
SELIN.I.  Commissioners  (Post 750119).  91/07/24.  KERRY.J.F.,  KENNEDY.E.M.
Senate. MARKEY.EJ. House of Rep. 11pp. 58636:260-58636:341.

-9108010140 Requests expeditious review of info re serious safety concerns at plant.
KENNEDY.EM. Senate. 91/06/25. CARR.K.M. Commissioners (Post 750119). 2pp.
58636:338-58636:339.

R. Periodic operating reports & related correspondence

9107150131 Forwards revised results of NRC TLD direct radiation monitoring around fa-
cility to replace quarterly rept transmitted in first quarter 1991 & fourth quarter 1990.
BORES.RJ. Region 1 (Post 820201). 91/07/03. MCGOVERN.JJ. Cintichem, Inc. 2pp.
58407:229-58407:234.

-9107150359 Revised "TLD Direct Radiation Environ Monitoring" for first quarter 1991.

* Cintichem, Inc. 91/03/31. 2pp. 58407:231-58407:232.

-9107150363 Revised "TLD Direct Radiation Environ Monitoring" for fourth quarter
1990.

* Cintichem, Inc. 90/12/31. 2pp. 58407:233-58407:234.

DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER

Q. Inspection reports, IE Bulletins & correspondence

9107080080 Forwards Safety Insp Rept 50-057/91-02 on 910604-05.No safety con-
cerns or violations noted.

JOYNER.J.H. Region 1  (Post 820201). 91/06/25. RENNIE,D.W. New York. State
Univ. of, Buffalo, NY. 2pp. 58349:319-58349:324.

-9107080082 Insp Rept 50-057/91-02 on 910604-05.No safety concerns or violations
noted.Major areas inspected:status of licensee plans & activities re repair & mod of
reactor tank.

AUSTIN.M.A.,   BORES.RJ.  Region   1   (Post 820201).   91/06/24.  4pp.  58349:321-
58349:324.

DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9107290182 Forwards Rev 2 to emergency plan.Section 8.6,Page 50 & Rev 13 to EPIP-
6,Pages 2 & 3 of 4,Attachment I.Pages 1 & 2 of 2 & EPIP-14,Attachment 1,Page 1 of

BENNECHE.P.E. Virginia, Univ. of, Charlottesville, VA. 91/07/18. Document Control
Branch (Document Control Desk). 3pp. 58591:235-58591:243.

-9107290185 Rev 2 to emergency plan (EP),reflecting change to EP Section 8.6,Page
50 re frequency of calibr of portable instruments.

* Virginia, Univ. of, Charlottesville, VA. 91/07/18. 1 p. 58591:238-58591:238.

-9107290186 Rev 13 to EPIP.incJuding revs to EPIP-6,Pages 2 & 3 of 4, Attachment
1,Pages 1 & 2 of 2 & EPIP-14,Attachment l.Page 1 of 1 for update phone
list,respectivefy.

* Virginia, Univ. of, Charfottesville, VA. 91/07/18. 5pp. 58591:239-58591:243.

H. General correspondence

9107160151 Informs that AB Reynolds replaces PE Allaire as Chairman of Dept of Nu-
clear Engineering & Engineering Physics & RA Rydin replaces AB Reynolds as Chair-
man of Reactor Safety Committee.effective 910701.

MILDER.R.U. Virginia,  Univ. of, Charlottesville, VA. 91/07/01. Document Control
Branch (Document Control Desk). 1p. 58481:252-58481:252.rational Events Assessment (Post 870411). 91/06/27.
